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Buildings Retained for City Use 
Year Built: 
Pre-1900 
1900-1919 
1920-1939 
1940-1969 
1970-1979 
Post-1980 
DCAM proposed for demolition 
DCAM proposed for retainage 


Fernald campus 
Drives and parking areas 


Buildings 


Right of ways 

100ft water buffers 
WK Forest, fields and brush 
Islands 


Water bodies 


Streams 

Wet areas 

Brooks and streams 
Opography: 

Flat (grade < 5%) 

V. steep (grades > 25%) 


Data Sources: Waltham Municipal GIS and Saratoga Associates' DCAM Site Assessment, 2001 


MAP A: STRUCTURES 
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Buildings not proposed to be retained: 463,805 SF (gross) 


* These figures include structures on the UMass parcel containing the Shriver Center 
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